





SCOPE 


This publication shows pictorially how the customer can check, insert forms, 
connect together and switch on the various hardware units that make up the 
NCR 1-9010 System. The first steps in operating the system are also described. 
These will guide the operator up to the point where the messages displayed 

on the CRT screen are self-explanatory. 
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FORMS INSTALLATION 
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NCR 4503 
KEYBOARD 
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POWER ON 
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